Message 


From: Megrian, Benjamin (SUF) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECiPlENTS/CN=BENJAMIN.MEGRIAN] 

Sent: 11/15/2009 8:42:12 PM 

To: O'Brien, Elisabeth (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=ELISABETH.O'BRIEN] 

CC: Khan, Annie (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/0U=MASSMA1L- 

01/CN=RECIP1ENTS/CN=ANNIE.KHAN]; Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MASSMAIL-Ol/CN=RECIPIENTS/CN=KATE.CORBETT] 

Subject: Request for discovery on maintinance/repair of mass spectrometers 


Hi Elizabeth, 

i was hoping to get some documents before this coming Thursday on analysis#Not sure what may or may 
not be available. Annie and Kate did the testing. 

1. The brand name, model and/or serial # of the spectrometer used to do the testing; 

2. Any calibration notes for that instrument to show it was in proper working order when the test was run; 

3. Any notes that may have been taken by the analyst relative to this case; 

...And the standard discovery packet. 

Sorry for the short notice. I can have an investigator swing by on Wednesday to pick up the documents if they are ready. 
Thanks again, 

Ben 


Corbett email PRR 025431 





